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PRACTICAL IDEAS FOR 
"our come 


BOOTH ELECTRIC SUPPLY 
15 Barbour St. 


BRADFORD, PA. 
 - Phone: 2 


PRICE 10¢ 


Stop and think for a minute what your life would be like without 
electricity. Many of us can remember when country living meant end- 
less hard work just to get the ordinary conveniences such as light, heat, 
and water. Today, how different it is — and tomorrow there will be 


even more electrical convenience than most of us can imagine. 


Refrigerators, food freezers, garbage disposals, electric blankets and 
many other appliances that we have come to accept and depend on, 


have all come into general use in the past dozen years. 


Obviously today’s home must be equipped not only to provide the 
necessary electric power to operate these conveniences, but also must 
be ready to serve new items that are being designed and developed 
even as this is being read. To miss the comfort and convenience is to 


miss the pleasures that electrical living can provide. 


You’ll enjoy going through this book and seeing how much adequate 


wiring can give you in the way of comfort and convenience. 
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The power company that serves your community has the re- 
sponsibility of installing and maintaining the power lines up 
to the point where they enter your house. Your Electric Service 
Equipment brings the power lines into the house and to the 
main switch and distribution panel. 


Your responsibility begins at this point and in effect the 
wiring with its fuses, its switches and outlets is your private 
electric system. It is entirely up to you whether or not it is 
adequate for your future needs and whether or not you get 
the maximum in comfort and convenience out of it. 


Always bear in mind that you cannot get complete efficiency 
if your wiring system is inadequate to the load you impose 
on it. Be sure you have enough circuits to meet the demands 
of your house, because overloading is dangerous. 


If you are building a new home or remodelling an old one, 
check with your architect or electrical contractor to be sure 
that the equipment installed is not only large enough for 
present day needs, but also for future developments. 


From your main switch and fuses your power is distributed 
to smaller fuses or breakers to provide protection for: the 
various branch circuits in your house. 


It is important that you have enough branch circuits to supply 
enough electricity to all the appliances, lamps and other elec- 
trical units you may be using. Without sufficient circuits you 
will not get the most economical use from your appliances. 
It is far less costly to install adequate wiring than to suffer 
from inefficient operation which is not only a fire hazard but 
also will run up your monthly electrical bill unnecessarily. 
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THE HEART OF THE HOME 


Here’s where you really can make full use of electricity to lighten the labor of housekeep- 
ing and make homemaking a truly happy experience. 


First, let’s look at those appliances that are today’s essentials — the range and the re- 
frigerator. The range needs a special range outlet which can be obtained in either flush - 
or surface types. The refrigerator uses a standard convenience outlet. Now for other large ui 


appliances that you may have or want to plan for: dishwasher, garbage disposer, clothes 
washer, dryer and ironer—not all of these operate from standard convenience outlets. If you 
are contemplating buying any of these, discuss your needs with your electrical contractor 
and have him install grounding type receptacles wherever there may be a future need. To 
install them later, after the house is finished will cost you three to four times as much. 


Smaller appliances need their outlets too. On the wall back of counter tops should be at 
least one duplex convenience outlet on each side of the sink for mixer, coffee maker, sand- 
wich grill and similar appliances. Many of today’s appliances are “grounded” for added 
safety. When you install duplex convenience outlets insist on the grounding type, then new . 
appliances equipped with three-prong plugs will be usable without changes being necessary. iy 
In some cases a wall switch will be needed for the exhaust fan. Wherever you plan your | 
clock be sure to have a clock hanger outlet installed. The clock hangs right on the fixture 

and there are no droopy, unsightly wires exposed. ; 


Lighting in the modern kitchen is placed to be decorative as well as useful. The main 
kitchen light should be on 3-way switches within easy reach of the entrances. These 3-way 
switches permit you to turn the light on or off from two different points. Another light with 
wall switch should be located over the sink and switch-controlled fluorescents under the cab- 
inets are well worth while. A 3-way switch with pilot light is particularly convenient at the 
top of the cellar stairs so you will not waste money by leaving the cellar light on. With these 
wiring devices installed your kitchen should be just as efficient as it will be convenient. 
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Plan for complete electrical convenience 


in your Kitehon 


7896-i 


This is an electric range outlet set 
flush with the wall. It is finished 
in ivory or brown. 


5349 


This grounding type receptacle is 
controlled by the switch and when 
“on” a red pilot light glows 
brightly. This, and other pilot light 
devices, are particularly useful for 
percolator, sandwich grill, waffle 
iron and similar small appliances 
as well as for cellar or garage lights 
controlled from the kitchen. It is 
a money saver both in electricity 
and in the lives of your appliances. 


7714-I 


To keep wires out of sight this 
clock hanger outlet is ideal. Ob- 
tainable in Ivorylite or brown 
Bakelite. 


Pine paneling is associated with the early American period, but there’s nothing 
primitive about this kitchen with its modern appliances made completely effec- 
tive with electrical switches and wall outlets properly located. 


Two views of a step-saving galley style kitchen. Count the appliances and see 
how an adequate number of wall outlets and switches, lights and the unusual 
wall clock add to the convenience and appearance. 


Enough duplex convenience outlets make the use of several appliances possible 
without overloading. 


Another view of the pine paneled kitchen. From this angle the convenience 
| outlets by the breakfast table are in evidence. Other wiring devices are shown 
where they are most effective. 


@ 
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1891-1 and 92071 


Your new house deserves the new- 
est and best in switches and that 
means the Lifetime QUIETTE 
Switch. 


TLI-l and 97071 


These switches are available in 
brown Bakelite or Ivorylite and 
fit all standard wall plates. 


Pp 


400-1 and 97101 


Be sure you have enough of these 
duplex convenience outlets placed 
strategically in the kitchen and 
breakfast nook. 


5262-1 and 92101 


This is a grounding type receptacle 
that can be used as an ordinary 
receptacle taking the regular 2- 
blade caps as well as for many 
new appliances that are grounded 
as a protection to you and your 
family. 
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Whether it’s upstairs or downstairs the utility room of today is a 
T ij Ii bright, cheerful workshop. If it’s downstairs a well-lighted stair- 
way is essential. Safe lighting on any stairway calls for three-way 
switches at top and bottom. It is well to use a wall switch with 


pilot light at the top of the stairs so that cellar lights are not 


iH () () | left burning unnecessarily. 


In the utility room you'll need good light over the set tubs. This 
can be a porcelain receptacle with pull cord or without if the 


light is switch controlled. 
TL1-1 and 


94071 If you have or plan to have a washer or drier, you will need a 


au eter oe grounding type outlet as protection to you and your family. An 
a switenes a 


plates may be obtained outlet with switch and pilot light by the ironing board is necessary 
in a variety of gangs or 


Bigeye seeding eee too, in order to save money and the life of your iron. 


ll needs. ee : : ; 
: If your utility room is large, a duplex convenience outlet in the 
wall opposite to the one that serves the electric iron will add to 
5262-1 and the convenience of the room. If your food freezer is downstairs 
92101 make sure you have the right outlet to serve it. 
Dis 18 kaplek: recon The main light in the utility room should be operated by a wall 
tacle with wall plate. = 
The outlets are pro- a4 switch near the door. 
vided with ground to \ @ 
avoid possible shock 9 These are the uses to which electricity can be put that make life 
through defect or Fer 
deterioration of wiring a easier and much more pleasant. 
in appliances. e 
T61-l 


This is a combination 
switch with hooded 
pilot or warning light. 
These are useful where 
used on appliances that 
are not obviously “on” 
or where the light 
switch is outside the 
utility room. The pilot 
light serves as a re- 
minder to turn off the 
current thereby saving 
money as well as pro- 
tecting your appliances. 


9333-1 and 
7897-1 


If you have a clothes 
dryer or anticipate get- 
ting one, you'll need 
one of these flush polar- 
ized outlets. 


111 


This is a simple porce- 
lain receptacle for use 
with a wall or door 
switch. A similar type 
on with pull chain is used 
‘ where it is not switch 
controlled. 
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Plan today’s Living Room 


tor Good living TOMORROW 
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oe = FOR GRACIOUS LEISURE 


To misquote an old song . . . Gone are the days of center lights in 
living rooms. Lamps that provide dim, soft or bright lights not 
only create the charm every homemaker seeks, but permit good, 
sight-saving light for reading, sewing and other home enjoyment. 
To make sure that you can arrange your furniture as you want and 
to eliminate unsightly and unsafe extra-long extension cords, there 
should be enough duplex wall outlets so that no point on any wall 
is more than 6 feet from a receptacle. 


New and remodeled homes are using fluorescent lighting in window 
valances, on bookcases and to illuminate prized pictures. These 
lights should be switch controlled. A recessed type outlet set flush 
in the mantle makes it easy to use an electric clock and decorative 
lighting without trailing wires to the nearest wall outlet. Telephone 
and television outlets are among today’s essentials. 


Wall switches are necessary, convenient to the entrances so that light 
in the room and adjacent areas is immediately available without 
stumbling over furniture while reaching for the nearest lamp. The 
outa a newest and best type of switch for this purpose is the Lifetime 
Television, ceiling lights and fluorescents above the QUIETTE Switch. This switch eliminates the loud “click” of ordi- 
ene: all indicate an appreciation of adequate nary switches and makes the control of your lights practically 
noiseless. It is definitely a mark of distinction in present day con- 
venience that will be appreciated by family and friends alike. 


Modern in its feeling, this living room is equally 
modern in its use of wiring devices for gracious elec- 
trical living. 


Traditional and carefully selected antique furniture strike a 
nostalgic note, but today’s way of life calls for convenience out- 
lets to serve lamps wherever light may be required. 


Whether your new home will have recessed ceiling lights and 
modern lamps is your decision, but if you want convenient light, 
be sure to have enough outlets and easily reached switches. 
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1891-1 and 92071 


This is the new Lifetime QUIETTE Switch. It looks like 
the older “loud-click” switch when installed, but is so 
much quieter and so much more up to date. You'll want 
QUIETTE switches in just about every room in the house. 


7797 


Not everyone will want this recessed type outlet, but 
installed in the mantle it is extremely convenient for 
operating a mantle type electric clock and for Christ- 
mas lighting effects without the need for unsightly 
trailing wires. Also ideal for aquarium lighting. 


9260-1 and 92101 


Duplex wall outlets should 
be used generously in 
every wall so that no 
lamp, radio or TV cord 
need be longer than 6 
feet. There are several dif- 
ferent styles to choose 
from in both brown Bake- 
lite and Ivorylite. 


T-111-1 


Three switches in one 
plate make a compact ar- 
rangement where needed. 
Double switch plates are 
also available. These are 
usually located at en- 
trances to the room. 
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Ctl ightng sone 


Family Meals or Formal Dinners 


eh ORAS 


The at-the-door switch is a “must” for comfortable living 
and adequate outlets make it possible to entertain in- 
formally without loss of dignity. 


Switches properly placed keep light always at your fin- 
gertips. Convenience outlets well located make it possible 
to cook and serve breakfast from your chair. 


Informality need not sacrifice convenience as shown i 
this electrically equipped recreation-room snack bat 


Count the appliances and note the convenience of th 
power sources. 


The dining room is all important to enjoyable living and 
meals can be made truly delightful family gatherings with 


modern lighting and wonderful electrical conveniences. 


Ceiling lights need two 3-way wall switches, one at the 
kitchen door and one at the entrance from the living room 
so that lights may be turned on or off from either point. 
Fluorescent valance lights at windows require one or more 
wall switches. According to the plan and the size of the 
room, several duplex wall outlets for electric grill, chafing 
dish and other buffet appliances make for delightful enter- 
taining. A floor receptacle under the table is a tremendous 


convenience for many appliances. 


The breakfast nook can be a self contained unit where 
complete meals can be prepared electrically without mother 
having to be running constantly between table and stove. 
Toasters, coffee makers, grills, waffle irons, all can be 
operated from wall outlets. To add to this comfort and 
convenience, install wall receptacles with warning lights 


that act as a reminder that current is on. For extra con- 


venience a telephone outlet adds a great deal. 


1891-1 and 92071 


The Lifetime QUIETTE Switch is the wall switch that 
bespeaks gracious living. It operates almost soundlessly 
and may be used for any type of lighting. You'll want 
them in every room of the house. 


9260-1 and 92101 


Duplex convenience outlets are just as important in 
the dining room as in any room in the house. For in- 
formal entertaining appliances on buffet or tea cart are 
almost a must today. 


T-1655-I 


This particular com- 
bination of duplex 
receptacles, switch 
and pilot light is a 
valuable adjunct to 
the breakfast nook 
for operating toast- 
er, coffee maker or 
other cooking ap- 
pliance. The pilot 
light helps save 
electricity and your 
appliances as well. 


Many combinations of outlets and switches with or 
without pilot lights are available for a battery of 
cooking appliances. Your electrical contractor can 
install them to suit your needs, 
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Don't spare the SWITCHES where you Loop 


The master bedroom should be considered for every possible contingency that 


can arise in family life. Either 


a ceiling light or a wall receptacle should be operated by a Lifetime QUIETTE Switch by the door so that it is 


not necessary to grope for lamps in the dark. At least 4 and possibly 6 duplex convenience outlets should be in 


the walls for lamps, radio, electric clock, electric blanket and other conveniences. 


Plan to have these outlets placed where they will be readily accessible and not require you to move bed or bureau 


whenever they are needed. 


The closet should be equipped with an automatic door switch so that the light goes on when the door is opened. 


Many people have TV sets in the bedroom. You may not want it now, but maybe next year. 


1891-1 and 92071 


In the bedroom and particularly the chil- 

dren’s room, the luxury of quiet is 
achieved with the Lifetime QUIETTE 
Switch. Once you have used these 
switches that are seen but not heard 
you'll want them everywhere. 


5261-1 and 92091 


The addition of a grounding type re- 
ceptacle for a future room air cordi- 
tioner is a must. It will cost 45 times 
as much if added after the house is 
built. A grounding type receptacle can 

used as a standard outlet as well as 
a grounding type outlet. 


4029 


The convenient door switch that 
automatically turns on the closet 
light when the door is opened 
and turns it off again when the 
door is closed. 


111 


This porcelain receptacle is used 
in conjunction with the door 
switch for lighting closets. There 
is another type with pull chain 
that is used where the door 
switch is not desirable. 


For complete convenience be sure 
to have sufficient duplex conven- 
ience outlets. They are inexpen- 
sive and easily installed in new 
buildings but not so easy to put 
in once the house is completed. 


400-1 and 97101 
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Here’s a child’s room that is planned for to- 
day’s need and tomorrow's growth with ade- 
quate lighting and well placed wiring devices. 


Children’s rooms should be so 
planned electrically that they will 
serve their needs from infancy 


to adulthood. 


In the nursery louvered lights 


controlled by a Lifetime QUIETTE 
Switch are a great convenience for 
that last check-up of the baby be- 
fore going to bed. A center ceiling 
light or duplex wall outlet should 
also be wall-switch controlled. 
At least 4 duplex convenience 
outlets in the walls make it pos- 
sible to have lamps wherever 
needed and take care of future 


needs as the family grows. 


The guest room, or in fact any 
bedroom needs everything the 
child’s room has with the possible 


exception of the louvered light. 


When converting unfinished attic space into 
sleeping rooms remember that lights, clock, 
radio and other necessities require appropriate 
wiring devices properly placed. 


400-1 and 94101 
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HL) LOUVRE LIGHT or OUTLET Oran OUTLET 


HL) LAMP, Pull Switch RADIO OUTLET 5 SINGLE POLE SW. 


Ml Le 
For the nursery this louvre light 


is a great convenience particu- 
larly when operated with a Life- 
time QUIETTE Switch . 


I 


- a 


combination that makes checking 
up on the baby a very easy matter. 


5| 


6408 and 1711 


Every house has a hallway and at least one bathroom—though today, not all 


houses have stairways. 


In the hall the wiring devices needed depend upon its length. The long hall 
needs ceiling lights with 3-way switches at each end. Lifetime QUIETTE 
Switches are particularly appropriate in a hallway leading to the bedrooms. The 
small hallway may be efficiently equipped with only one switch. Check your 
needs and plan accordingly. 


The bathroom lighting is important. Many parents of young but growing chil- 
dren like a dim ceiling night light controlled by a wall switch with another 
switch controlling the bright fluorescent mirror lights. Some peoysle enjoy an 
auxiliary electric heater in the bathroom in which case an appropriate outlet 
must be provided. 


One duplex wall outlet is most useful for electric shavers, hair driers and 
other modern appliances. The type of outlet that provides a ground is best 
for this purpose. 


Wherever there are stairs there should be good lighting well placed and con- 
veniently controlled. Three-way switches at top and bottom of the stairs are 
a necessity. Should you have a one-step-down anywhere in the house a louvred 
light will prove a blessing in an otherwise dark spot. The douvred light should 
be switch-controlled for greatest convenience, particularly where there are 


very young or very old people in the family. 


1891-1 and 92071 


The “clickless” operation of the Lifetime 
QUIETTE Switch makes it particularly 
desirable for use in hallways that lead to 
the bedrooms and in the bathroom too. It’s 
quiet when the man of the house comes in 
late and quiet when the older children 
make bathroom visits in the night. 


5262 and 97101 


Polarized or grounding type receptacles 
are particularly appropriate for use in the 
bathroom for shavers and other appliances. 
They may be obtained as single or double 
units with necessary wall plates. 


6408 and 1711 


For safety’s sake these switch-controlled 
louvre lights should be installed at any 
steps that may be used at night. 
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Cellars not so long ago were dark and dismal places. Nowadays the cellar has had its face lifted and everybody 
has fun below stairs. 


First, check the kind of cellar you have or plan to have. Perhaps the laundry will be downstairs instead of in the 
kitchen. If so, you'll find suggestions on page 10. There’ll certainly be a recreation room equipped for your 
particular requirements. Then there'll probably be a shop area and storage space. 


The recreation room offers endless opportunity for the interesting use of electricity for lighting effects, model 
railroads, movies and a dozen other enjoyable hobbies as well as for easy entertainment for the family and friends. 


First necessity is a wall switch by the door to put on a light as you come in. A clock outlet for an electric clock 
is a real convenience. Depending on your plans, you’ll need special light for special uses—perhaps recessed ceiling 
lights over the train set with a handy wall switch to control them. Every wall should have ample duplex con- 
venience outlets and here, as in the living room, no lamp, radio, dehumidifier, TV set or other electrical con- 
venience should be more than 6 feet from an outlet. If you build a snack bar, have enough convenience outlets 
for coffee maker, grill or waffle iron as well as planning for switch-controlled overhead lights. 


Here we have plenty of light in an attractive spot 
that can be used equally well for study, work or quiet 
conversation. 


Charm, comfort and utility are obvious in this well 
planned recreation room — and each one is enhanced 
by adequate lighting and electrical devices. 


5662-1 and 94101 


You'll need several of 


these grounding type du- sented 


1891 and 94071 7707 7750 


There are many types of 
switches for your lights 
so you should have no 
difficulty in selecting for 
each room the one that 
will serve you best. 


In the recreation room an 
electric clock can be hung 
conveniently on the wall 
with one of these clock 
hangers that eliminate un- 
sightly wiring. 


Should a fan seem desir- 
able, this fan hanger, like 
the clock hanger, keeps 
all trailing wires out of 
sight and keeps the fan 
off tables or floor. 


plex convenience recept- 
acles in the walls around 
the recreation room for 
radio, TV, electric trains 
as well as lamps. These 
too should be used at the 
snack bar for your cook- 
ing appliances. 


This particular device or 
other design that also has 
pilot lights can be used 
to advantage in both rec- 
reation room and work- 
shop. The pilot light serves 
as a warning that current 
is on. 
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1281 and 1285 


They say curiosity killed 
the cat and curiosity fre- 
quently leads exploring 
members of the very 
young set into trouble. 
For absolute safety insofar 
as your power tools are 
concerned when not in 
use, install one of these 
rotary lock switches on 
your power line and guard 
the key carefully. 


5282 


For your power tools this 
type of receptacle either 
single or double will best 
serve your needs. These 
are polarized for added 
safety and caps to fit are 
readily available. 


4350 


With or without pull cords, 
depending on _ whether 
they are switch controlled 
or not, these porcelain 
receptacles are ideal for 
basement areas and are 
quite inexpensive. 


X17217 and X19763 


For your portable power tools these Hart-Lock de- 
vices are ideal—you’ll never pull the cord from 


the receptacle just at a 


critical moment for it’s 


locked in, yet a simple twist releases it. 


5349 


Here again this com- 
bination of switch, con- 
venience outlet and pilot 
or warning light can be 


used to advantage. 


For the workshop and storage space a wall switch by the door is 
a necessity. Other light arrangements are dictated by the use to 


which the space is put. 


Good light is essential over the workbench and will be more con- 
venient if controlled by a wall switch. If you use hand power tools 
be sure to have enough outlets conveniently located so that long, 
entangling extensions are not needed. You'll need heavy duty polar- 
ized outlets for complete efficiency and safety. 


No matter what your hobby, when you are making plans for the 
space in which to pursue it, be sure that your wiring is adequate, 
that you have enough of the right lights and wiring devices to do 
the job you need done. 
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6960 


For the storage cup- 
board where mother 
keeps her pickles and 
preserves and dad stores 
any surplus liquid 
refreshments he may 
have, the automatic 
door switch is ideal. 
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Ouitdow LIVING MEANS FAIR WEATHER FUN 


Have you a terrace or picnic area near the house? There 
are special electrical conveniences that will help you enjoy 
them to the utmost. What man doesn’t fancy himself as an 
outdoor cook—and if he wants to get really fancy he’ll be 
getting an electric rotisserie to attach to his grill. This 
demands an outdoor, weatherproof receptacle of which 
there are two or three kinds to serve different purposes. 


Adequate lighting on porch or terrace calls for weather- 
proof receptacles and switches that can be used for radios, 
too. Another great convenience is a weatherproof telephone 
jack receptacle. Many ardent amateur gardeners light their 
flower gardens to permit complete enjoyment after the sun 
goes down. Well located weatherproof outlets and switches 
permit beautiful outdoor lighting effects in addition to 
providing a convenient power source for connecting electric 


mowers and hedge and edge trimmers. 


What a delightful spot for entertaining or quiet 
family fun. Notice the well-placed lights in the roof 


overhang. 


7869 


Weatherproof receptacles either duplex 
or single according to your needs are 
essential to complete enjoyment of to- 
day’s outdoor living. These receptacles 
should be conveniently located accord- 
ing to your layout. Don’t forget to have 
one or more on the front of the house 
for Christmas lighting. 


THE FRONT of the house 


The front walk and steps must be well lighted 
to welcome your friends. This calls for the 
appropriate lighting fixtures and of course 
a wall switch convenient to the door. A push 
button for the door chimes is, of course, a 
must. And while we’re thinking of the front 
of the house, you'll want one or perhaps two 
weatherproof convenience outlets to make 
Christmas lighting effective. 

There’s so much you can do to share your 

holiday spirit when there are sufficient 


weatherproof outdoor receptacles to make 
your Christmas lighting plans possible. 


5272 


Perhaps you will want an_ outdoor 
switch to operate some of your lights 
or appliances, the one above is weath- 
erproof of course. 


Another type of weatherproof outlet 
for your convenience out of doors. 


mE Cartage 


Attached or Unattached 


Whether your garage is part of the house or a thing apart, there are certain 
definite needs to comfort and convenience in lighting and wiring. 


If attached, you will find two 3-way switches connected with the overhead 
light a great convenience. One, equipped with a warning light inside the house 
at the door leading to the garage, the other close by the garage door. It helps 


too if you have at least one duplex convenience outlet in the garage for trouble 
light and power tools. 


7983 
The unattached garage gives you a chance to use a “pathway of light.” By a . ee * 
the use of 3-way switches that control lights in the garage and on the back nae erie me 


porch you can get from garage to house without falling over those toys the garage. 
children always seem to leave in strategic spots. The switches are located in 

the house and in the garage and turn the lights on or off from either point. 

A duplex convenience outlet in the garage again gives you an opportunity 

to use your trouble light and power tools when needed. 


The back porch needs a good light that illuminates the steps as well. A wall 
switch just inside the door is used to turn it on or off. 


T63-I 


A light switch inside the 
house that controls garage or 
outside lights should be 
equipped with a pilot or 
warning light to save wasting 
current by leaving lights on 
unnecessarily. 


5262-1 and 92101 


111 
1281 For convenience in using 
For garage and back porch you'll find portable tools or trouble light 
This weatherproof switch is key oper- these inexpensive receptacles completely these grounding type duplex 
ated and prevents unauthorized use of adequate. They are obtainable with or convenience outlets will serve 


lights or equipment. without pull chains. you well in your garage. 


4361 and 4362 
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CONVENIENCES 


COMFORT 


If you have new ideas of your own about different combinations of wall 
switches, convenience outlets, pilot or other types of lights, you can get almost 
any combination or group of combinations that you wish. From wall plates 
with a single opening for a switch to a single plate with six openings. Avail- 
able to fit are switches, convenience outlets, flush or hooded pilot and night 
lights. All are beautifully designed, sturdily built and reasonably priced. 
As new demands arise for new wiring devices, you can look to the leader — 


THE ARROW-HART & HEGEMAN ELECTRIC COMPANY — to bring 


them to you. 


Attic Fans and Air Conditioning 


Fans in the attic at night draw the warm air out of the house and add con- 
siderably to summer sleeping comfort. To control such fans Arrow-Hart 
manufactures a special double-pole, double throw, 3-positions, 2-circuit 
tumbler switch. 


Today, air conditioning units are being made for single rooms or groups 
of rooms. Some use a conventional convenience outlet in the wall, others 
require special devices. If you plan to use this type of unit be sure to find 
out what is needed before installation. 


Summer Cottages — Farm Homes 


Places in the country are no different than homes in the city insofar as 
their electrical needs are concerned. The summer cottage needs the same 
type of wiring devices as the city home though if it is small, not so many. 
The farm home has exactly the same needs as the city home with the possible 
exception that more switches and receptacles will be needed to provide 
complete convenience in the barn, the milk house, the chicken house and 
other modern outbuildings. 


Town and country living differ little in electrical living in this day and age. 


Have your architect or electrical contractor specify your 


Use this Handy (hoch LiFe be 


On these two pages you can check off the switches, convenience outlets and 
other wiring devices you need in YOUR home. 


You will see two boxes to check. One set is marked A the other B. These repre- 
sent two package plans developed by Arrow-Hart & Hegeman to provide com- 
plete electrical convenience in any size home. Plan B is minimum — Plan A 
recommended, provides for the present and for the future. While Plan A will 
cost a little more than Plan B, remember that installing new wiring and 
wiring devices after your house is built is far more costly than having them 
installed during construction. Turn to pages 32 through 35 for a quick cost 
comparison. 


CHILDREN’S ROOMS 


Plan A - Recommended 

Plan B - Minimum 

A B 

fe] Louvered lights controlled — by 
Lifetime QUIETTE Wall Switch. 

O OF Center ceiling light Lifetime 
QUIETTE Switch controlled. 

zl Porcelain receptacle for closet 

O 


CHILD'S ee 

light controlled by pull cord. R 

[] At least four duplex convenience 
outlets in walls. 


HALL, BATHROOMS 
AND STAIRWAYS 


Plan A - Recommended 
Plan B - Minimum 


A B 

1 OF Ceiling lights for long hallway or 
stairs controlled by two 3-way 
Lifetime QUIETTE Switches. 
Smaller hallway or stairs may 
need only one switch. 

[17 © Dim ceiling light in bathroom 
controlled by Lifetime QUIETTE 


Switch. 

O Bright fluorescent mirror lights DINING ROOM 
controlled by Lifetime QUIETTE (Not to be included in 4-444 Room House) 
Switch. Plan A - Recommended 

i] Duplex grounding type wall out- Plan B - Minimum 


let for electric shavers, hair dryers, 
other bathroom appliances. 

Oo Switch controlled louvered light 
for landings, and one-step-downs. 
(To be included only with 9 or 
10 Room plans.) 


A B 

[] [ Two 3-way Lifetime QUIETTE 
Switches to control ceiling lights. 

ia Duplex convenience outlets with 
pilot light and grounding type 
receptacle, controlled by a Life- 
time QUIETTE Switch for electric 
grill, chafing dish and other buffet 
appliances. 

ia Lifetime QUIETTE Wall Switch 

BEDROOMS to control fluorescent valence 
Plan A - Recommended lights at windows. 
Plan B - Minimum 


A B 


[] © Four to six duplex convenience J 
outlets, located in walls where Plan A - Recommended 


they will be readily accessible. Plan B - Minimum 
They serve lamps, radio, TV, elec- A 
tric clock, electric blanket and 

other electrical conveniences. 


ia 
Electric door switch for closet gO 
O 


LIVING ROOM 


Lifetime QUIETTE Switches to 
control general lighting. 
One 2-circuit duplex wall recep- 


overhead light. tacle. 


[(] Lifetime QUIETTE Switches. 
Telephone outlet. (Not to be in- 
cluded in 4 - 444 Room Home.) 


Grounding type outlet for that oO 
future room air conditioner. 


Ar wey. 08 


Duplex wall outlets located so 
that no point on any wall is more 
than 6 feet from a receptacle. 


ea es a sas 


Recessed type outlet on mantle 
for electric clock, Christmas light- 
ing etc. 


30 iT 1S IMPORTANT THAT YOU TELL YOUR ARCHITECT, CONTRACTOR AND/OR BUILDE 


ie 


Plan A - Recommended 
Plan B - Minimum 


O OO Special purpose range outlet, sur 


A B 
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KITCHEN © 


face type. 


Standard convenience outlet for 
refrigerator. 


A convenience outlet for small 
appliances: mixer, coffee maker, 
sandwich grill and similar appli- 
ances. Pilot light warns when a 
switch is left on. 


Duplex grounding type conven- 
ience outlets. 

Electric clock hanger outlet. 
Wall switch controlling exhaust 
fan. 


Main kitchen light controlled by 3- 
way Lifetime QUIETTE Switches 


at entrances. 


sure Your Home is 


rompletely Equipped for Modern Electrical Living 


_ STORAGE 


a 
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THE UTILITY ROOM 


Plan A - Recommended 

Plan B - Minimum 

A B 

1 O) Two 3-way Lifetime QUIETTE 
Switches for stairway lighting. 

C 


0 


Proper outlets for washer, drier, 


ironer: consult electrical con- 
tractor. 
oO Single grounding type convenience 


outlets. Pilot light warns when 
switch is left on. 


() (J Duplex grounding type conven- 
ience outlets for food freezer etc. 


O Door switch for lighting large 
storage closet. 


; Gis 


z 


i 7 oS 


OUTDOORS 


Plan A - Recommended 

Plan B - Minimum 

A B 

[] (1 Outdoor, weatherproof receptacles 
for outdoor lighting during fair 
weather months and at the Christ- 
mas season. 

oO Overhead lighting switch con- 
trolled for porch or steps. 


Q) 


DOWNSTAIRS—CELLAR 
PLAY AREA 


Plan A - Recommended 
Plan B - Minimum 


A B 

(1 (0 Recessed or exposed ceiling lights 
controlled by convenient wall 
switches. 

(] ( Duplex convenience outlets _ lo- 
cated so that no point on any wall 
is more than 6 feet from a re- 
ceptacle. 


1 © Duplex outlets with pilot light for 
coffee maker, grill, waffle iron in 
snack bar. Pilot light warns when 
switch is left on. (To be included 
in 6, 7, 8, 9, 10 Room Houses. ) 


oo Clock hanger outlet. (To be in- 
cluded in 6, 7, 8, 9, 10 Room 
Houses. ) 


(] Fan hanger outlet. (To be in- 
ms cluded in 6, 7, 8, 9, 10 Room 


Houses. } 


THE GARAGE—ATTACHED 


OR UNATTACHED 


(Not to be included in 4 - 444 Room 


Houses. ) 


Plan A - Recommended 
Plan B - Minimum 


A 


B 

[] Two 3-way switches controlling 
overhead light, one inside the 
house equipped with a warning 
pilot light. the other close by the 
varage door. 

[] Duplex grounding type conven- 
ience outlet in the garage for 
trouble light and power tools. 


BREAKFAST NOOK 


Plan A - Recommended 
Plan B - Minimum 


A B 
0 (1 Duplex Outlets for toaster, coffee 


C 


maker, etc. 


Single Convenience wall outlets 
with pilot light for toaster, coffee 
maker, grill, wafflle iron. Warning 
light acts as a reminder that cur- 
rent is on. 

CL] Lifetime QUIETTE Switch for 
overhead light. 


DAD‘S WORKSHOP 


(To be included in 6, 7, 8, 9, 10 Room 


Houses. ) 


Plan A - Recommended 
Plan B - Minimum 


A 


PbS] 


O 


B 

CL] Wall switch by door controlling 
light for workshop and_ storage 
space. 

[} Single or double, heavy duty, 
wall outlets at the work bench 
for hand power tools: polarized 
for added safety. 

20 amp. QUIETTE lock switch to 
prevent accidental use of power 
tools by children. 

[} Porcelain receptacles to provide 
overhead lighting. 

Combination switch, convenience 
outlet and pilot light at work 
bench. 

Automatic door switch for porce- 
lain recevtacle overhead light in 
storage closet. (To be included in 
6, 7, 8, 9, 10 Room Houses. ) 


ATTIC FANS AND 
AIR CONDITIONING 


To control fans, a special double 
pole, double throw, 3 positions, 2- 
circuit tumbler switch. To control 
room air conditioning: check with 
your electrical contractor. Remem- 
ber, every room air conditioning 
installation requires a_ polarized 
electrical connection. You will 
save if these devices are installed 
when your house is built. 


‘AT YOUR ELECTRICAL NEEDS MUST BE BASED ON THE AH&H PACKAGED PLAN 
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Compare THESE COSTS: 


for 4 to 44% ROOMS 


with cellar and unfinished attic 


LIVING ROOM 


PLAN A (Recommended) 


Plan A—Recommended — A-H Catalog No. 4A — costs $ 83.00 


The average wiring installation cost, based on an average 


of $5.00 perdevice, 13eag ses $ 280.00 
TOTALS Se eee, eee 
PLAN B (Minimum) 
Plan B—Minimum — A-H Catalog No. 4B — costs ........ + eer nee calle Jo. 1 oe 
The average wiring installation cost, based on an average 210.00 
of $5.00: per: device; 4s. ee eee $ : 
TOTAL $ ae 


The difference of $108.00 between Plan A and Plan B distributed over a twenty-year 


mortgage is only S0Or per month. 
e 


SO MUCH MORE FOR SO LITTLE OW 


LOOK TO YOUR 

LOCAL ARCHITECT 

FOR HELP IN PLANNING YOUR 
NEW HOME 


BEDROOM 


ae 
BEDROOM 


LIVING ROOM 


PLAN A (Recommended) 


Plan A—Recommended — A-H Catalog No. 6A — costs $ : 49.00 eed een 
The average wiring installation cost, based on an average 
of $7.00 per amit 1S SeeE Dd eee Meet a ora st $ 609.00 
TOTAL $ 754.00 


PLAN B (Minimum) 


Plan B—Minimum — A-H Catalog No. 6B — costs _.... $ Paces 8.18.00 ae ae 
The average wiring installation cost, based on an average 427.00 
Clee 1 QUAPErANILs 1S mae ee ee ee tore $ 


The difference of $249.00 between Plan A and Plan B distributed over a twenty-year 


mortgage is only #/ 65 per month. 
@ 


SO MUCH MORE FOR SO LITTLE Ow 


YOUR ELECTRICAL CONTRACTOR 
WILL BE HAPPY TO 

WORK WITH YOU TO 

INSURE SAFE AND 

ADEQUATE WIRING. 
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KITCHEN 


os 


BEDROOM 2 


LIVING ROOM 2S 


Va 
- 


PLAN A (Recommended) 


Plan A—Recommended — A-H Catalog No. 7A — costs $ 165.00 


The average wiring installation cost, based on an average 


GIES Len) DETGCVICE sn 1S tt eae ae tse an ented a ae $ PEIAly 
TOTAL ©: $1, fence ee OE 
PLAN B (Minimum) 
Plan B—Minimum — A-H Catalog No. 7B — costs ........ $ opie en ee Os 
The average wiring installation cost, based on an average 517.50 
GING FOU DEL AUC VICE «15 Lee tasep ced 3 ava ea eee $ j 
TOTAL $ panties 


The difference of $209.50 between Plan A and Plan B distributed over a twenty-year 


mortgage-is only 90 ¢ per month. 


ASK YOUR BUILDER 

“@ TO MAKE SURE YOUR 
PLANS FOR WIRING ARE 
CARRIED OUT TO THE LETTER 
DURING CONSTRUCTION. 
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i Compare THESE COSTS: 
‘ for 9 to 10 ROOMS 


with 5 bedrooms, 2 or 3 baths and garage 


LIVING ROOM 


PLAN A (Recommended) pai. 


Plan A—Recommended—A-H Catalog No. 10A—costs $ _———s«*8000, 
The average wiring installation cost, based on an average 
of$5.00 sper, device sisieets ee tea g 952.00 
TOTAL ¢ 1132.00 


PLAN B (Minimum) 


Plan B—Minimum — A-H Catalog No. 10B — costs... $ 400 
The average wiring installation cost, based on an average ’ 
Ole pe UE De ts dev iCe wi sire see whe Ra ay ete al, $ 704.00 
TOTAL $ 818.00 


The difference of $314.00 between Plan A and Plan B distributed over a twenty-year 


mortgage is only $/ 40 per month. 
e 


MANUFACTURED BY 


THE ARROW-HART & HEGEMAN ELECTRIC COMPANY, HARTFORD, CONN. 


SINCE 1890 


With Branch Offices in: BOSTON, CHICAGO, DALLAS, DENVER, DETROIT, LOS ANGELES, NEW YORK, PHILADELPHIA, 
SAN FRANCISCO, SYRACUSE. In Canada: ARROW-HART and HEGEMAN (CANADA) LTD., MT. DENNIS, TORONTO. 


ALSO MANUFACTURERS OF APPLIANCE SWITCHES, MOTOR CONTROLS, ENCLOSED SWITCHES AND ELECTRONIC DEVICES 


BUY WITH CONFIDENCE—PROFIT BY PERFORMANCE 
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ELECTRICAL SYMBOLS 


for 


ARCHITECTURAL PLANS 


When you look at an architect’s plans it is easy to see the type of wiring, or device indicated if you know the 
electrical symbols. Below are those approved by the American Standards Association. 


Ceiling 


.@ QO©O@O 


680899009 0 


(CC) 
V7 


3 


oo oOo 


~< 


© 


Wall 


7 


@ ¢ 


ELECTRICAL SYMBOLS FOR 
GENERAL OUTLETS 


Outlet. 
Blanked Outlet. 
Drop Cord. 


Electrical Outlet—for use only when circle used 
alone might be confused with columns, plumbing 
symbols, etc. 


Fan Outlet. 

Junction Box. 

Lamp Holder. 

Lamp Holder with Pull Switch. 
Pull Switch. 

Outlet for Vapor Discharge Lamp. 
Exit Light Outlet. 

Clock Outlet. (Specify Voltage.) 


CONVENIENCE OUTLETS 


Duplex Convenience Outlet. 


Convenience Outlet other than Duplex. 1=Single, 
3=Triplex, etc. 


Weatherproof Convenience Outlet. 
Range Outlet. 

Switch and Convenience Outlet. 
Radio and Convenience Outlet. 
Special Purpose Outlet (Des. in Spec.) 


Recessed Outlet. 


SWITCH OUTLETS 


Single Pole Switch. 
Double Pole Switch. 
Three Way Switch. 
Automatic Door Switch. 


Electrolier Switch. 


Key Operated Switch. 
Switch and Pilot Lamp. 
Weatherproof Switch. 


ARCHITECTURAL PLANS 


Qyees 
Oates 


Sabc-ete 


SPECIAL OUTLETS 


Any Standard Symbol as given above with the ad- 
dition of a lower case subscript letter may be used to 
designate some special variation of Standard Equip- 
ment of particular interest in a specific set of archi- 
tectural plans. 


PANELS, CIRCUITS AND MISCELLANEOUS 


Lighting Panel. 

Power Panel. 

Branch Circuit: Concealed in Ceiling or Wall. 

Branch Circuit; Concealed in Floor. 

Branch Circuit; Exposed. 

Home Run to Panel Board. Indicate number of 
Circuits by number of arrows. 

Note: Any circuit without further designation in- 
dicates a two-wire circuit. For a greater number of 
wires indicate as follows: (3 wires) 

(4 wires), etc. 

Feeders. Note: Use heavy lines and designate by 
number corresponding to listing in Feeder 
Schedule. 

Underfloor Duct and Junction Box. Triple System. 
Note: For double or single systems eliminate one 


or two lines. This symbol is equally adaptable to 
auxiliary system layouts. 


AUXILIARY SYSTEMS 


Push Button. 

Buzzer. 

Bell. 

Annuneiator. 

Outside Telephone. 

Bell Ringing Transformer. 
Interconnection Box. 


Auxiliary System Circuits. 


(I 

A 

g 
See 
EAC 
oe 
Gee 
y 
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Quality built into your wiring plans at the start is much more economical 


than attempting to add to or improve your electric system later. 


PLAN TODAY for TOMORROW'S 
ELECTRICAL LIVING 
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IT IS TRUE ECONOMY TO MAKE 
SURE THAT YOUR HOME IS COMPLETELY 
EQUIPPED TO TAKE ADVANTAGE OF THE 
PLEASURE, COMFORT and CONVENIENCE 
OF MODERN ELECTRICAL LIVING 


e Qualified People fo Guidance 


YOUR ARCHITECT is a man of vision 


Creating homes is his profession. Pick your architect with care then 
give him your full confidence. From your check list on pages 30 
and 31 tell him what you want electrically and tell him what you 
expect electricity to do for you in your home. He will plan for 
all the convenience you hope for and provide for the appliances 


you now have and hope to get. 


YOUR BANKER will protect your 
investment 


Discuss your plans with your banker or building and loan associa- 
tion representative. Tell why you want. the best possible electric 


system. He will appreciate its value and your far sightedness. 


If instead of building a new home you are modernizing an old one, 
remember that these same people can help you with advice and 


money for remodeling or otherwise improving your home. 


YOUR BUILDER promotes 
family happiness 


He is the man who makes homes possible. In selecting your builder 
pick one of good reputation in building houses in your income 
bracket. He may do the electric wiring with his own crew or hire 
an electrical contractor for the job. Explain your electrical needs 
and tell him why you want the best system for today’s require- 
ments as well as for tomorrow’s even greater electrical comfort. 


. 


YOUR ELECTRICAL CONTRACTOR 
does the job 


Here is the man who installs your private electric distribution sys- 
tem. He will understand your desire for the best you can afford. 
He will appreciate your needs both now and for the future. Go 
over your check list with him and make certain he installs adequate 


wiring to fill your requirements. 


Your Power Company 


Your electric light and power company will be glad to discuss 
your plans and if you wish, help you with suggestions regarding 


the use of large and small appliances. 


Manufacturers of many types of building materials and accessories 
publish informative material which is readily available to pros- 
pective homeowners and remodellers—get this material, study the 
information and you'll be well posted on ali the newest and best 


ideas and materials for your home. 
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THE ARROW-HART & HEGEMAN ELECTRIC COMPANY 
HARTFORD 6, CONNECTICUT 


DESIGNERS AND MANUFACTURERS OF QUALITY WIRING DEVICES SINCE 1890 


Form No. 4771-WD-46-100-10 53 Printed in U.S.A. 


